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SAPC 16211 
Copy ] of 5 

29 May 1957 


MEMORANDUM FOR: 
SUBJECT : 
REFERENCE : 


Contracting Officer 
System 1 Modifications 

SAPC 15912 with Enclosures, dated 10 May 1957 


25X1 D 


It is recommended that Proposal CAN -71 (discussed in 

he approved as written. 


reference ) System 1 


CLINT Staff Officer 


25X1 A 


25X1 A 


Distribution: 


Copies 1 & 2 -[ 
3 & 4 - 
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